Message 


From; Carroll, Breeann (WES) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

Ol/CN=RECIPIENTS/CN=USERS/CN=BCARROLL] 

Sent: 1/19/2010 2:47:20 PM 

To: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=REC!PIENTS/CN=JAMES.HANCHETT] 

RE 


ok all set 


From: Hanchett, James (DPH) 

Sent: Tuesday, January 19, 2010 9:46 AM 
To: Carroll, Breeann (WES) 

Subject: 

Lab is fine. My desk is 413-545-2607 


From: Carroll, Breeann (WES) 

Sent: Tuesday, January 19, 2010 9:45 AM 
To: Hanchett, James (DPH) 

on call is fine..cell # or lab? 


From: Hanchett, James (DPH) 

Sent: Tuesday, January 19, 2010 8:37 AM 
To: Carroll, Breeann (WES) 

Subject: 

Hi Breeann, 


I am checking to see if the 



case will go tomorrow? If yes, 1 can be on call and I will be there in 


about 1 hour. 


Thanks, 


Jim Hanchett 
Amherst Drug Lab 


Folk OIG PRR 098076 















